Message 


From: 

Sent: 

To: 

CC: 


Subject: 

Attachments: 


Caloggero, Dina (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=RECIPIENTS/CN=DIN A. CALOGGERO] 

1/15/2010 9:06:43 PM 

John.Burress@bmc.org; mcoleary@ehs.umass.edu 

Nawn, Kathleen (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=RECIPIENTS/CN=Kathleen.Nawn]; Han, Linda (DPH) [/0=C0M MON WEALTH OF 

MASSACHUSETTS/OU=MASSMAIL-01/CN=RECIPIENTS/CN=Linda.Han]; Smole, Sandra (DPH) [/0=C0MM0NWEALTH 
OF MASSACHUSETTS/OU=MASSMAIL-01/CN=RECIPIENTS/CN=Sandra.Smole]; Nassif, Julianne (DPH) 

[/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL-01/CN=RECIPIENTS/CN=Julianne.Nassif] 

Safety Risk Assessment Needs 

SafetyRiskAssess MDPH BLS contacts 20100114 (3).xls 


Hi John and Maureen, 

It was a pleasure meeting with you yesterday. We are looking forward to working with you on this project. Kathy and I are 
in the process of gathering the materials that you requested and will be sending them to you shortly. I just want to make 
sure we include everything that you need. Below is a list of items that you wanted and documents that we recommended 
you review. Please take a look and let us know if you want it in hard or soft copy or both. Attached is the lab contact list 
that you requested. 

1. MDPH Lab Bureau/State Lab General Safety SOPs 

(i.e. Chemical Hygiene, ECP and related biohazard topics, Pest control, Respiratory Protection, non-bio 
hazardous waste) 

2. MDPH Biosafety plans for specific registered SA Labs (BT, Botulism, EEE RNA, Virology) 

3. MDPH SOP SA.004 Select Agent Labs Health and Safety and Med Surveillance Guidelines forSA's 

4. TB Lab Safety procedures and checklist documents 

Thank you and have a nice weekend. 

Dina Caloggero 

Director Informatics, Quality Assurance and Laboratory Operations 

Hinton State Laboratory Institute 

305 South Street 

Jamaica Plain, MA 02130 

P: 617-983-6601 



F: 617-983-6210 
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